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We will now investigate the total illumination distributed over the area of the circle of radius r.    We have
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If r} or z, be infinite, J"0(#), Ji(z) vanish, and the whole illumination is expressed by 7rJ&, in accordance with the general principle. In any case the proportion of the whole illumination to be found outside the circle of radius r is given by
For the dark rings J± (z) = 0; so that the fraction of illumination outside any dark ring is simply J",,2 (z). Thus for the first, second, third, and fourth dark rings we get respectively '161, '090, '062, '047, showing that more than y^ths of the whole light is concentrated within the area of the second dark ring*.
When z is great, the descending series (10) gives
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so that the places of maxima and minima occur at equal intervals.
The mean brightness varies as z~s (or as r~8), and the integral found by multiplying it by zdz and integrating between 0 and oo converges.
It may be instructive to contrast this with the case of an infinitely narrow annular aperture, where the brightness is proportional to J<?(z). When z is great,
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The mean brightness varies as z~l\  and  the integral  I   J£(z}zdz is not
convergent.
* Phil. Mnfj. March 1881.    [Vol. i. Art. 73.]descending series for J0 (2) appears to have been first given by Sir W. Hamilton in a memoir on "Fluctuating Functions," Hoy. Irish Trans. 1840.   Z         2s                 6
